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This Cross-General is awarded to “ Sie d Tove Sr 
Donald John Trump 


For saying “inspector 
generals”. 


Awarded on 01/07/2021. ake, 

VARA I Koy 
Sneha Malla 
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Lakshan Kaur 
Chief of Staff 





